REVERSED PERFIN DIE ERRORS. Roy Gault 


In Bulletin 259 I illustrated a number of dies which had come 
from the Michelius affixer. One of these (JSH - J7080.02) shows 
clear signs of modification. Note, however, that the 'S' could 
well be read as the number '3'. Since writing that article I 
have now seen a copy of the die showing the original error and 
have catalogued it as J7081.01. The perfin in either condition 
is somewhat rare but fortunately dated examples exist for both 
states. The original die is known postally used in London on 28 
March 1914, and in its corrected form on 12 June 1914. 


J7081.01 J7080.02 P3340.04 


At least one other GB perfin is known which shows this type of 
reversed letter error - P&N (P3340.04), reported on a ld Lilac. 
Does anyone know of any other GB perfins with such an error? 
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